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Message Text 

UNCLASSIFIED 

PAGE 01 NASSAU 01737 092033Z 
ACTION SY-05 

INFO OCT-01 ARA-14 ISO-OO SYE-00 SSO-OO /020W 

026381 092035Z/50 

O 092020Z NOV 77 

FM AMEMBASSY NASSAU 

TO SECSTATE WASHDC IMMEDIATE 034 

UNCLAS NASSAU 1737 

FOR A/SY/OPS/T FROM SY/T HACKL 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : ALARM SYSTEM AT ER 

1 . HAVE REALINED MAIN GATE ALARM. HOWEVER, INSPECTION OF 
GIE MODEL FPS-AD-1 DISPLAY REVEALED NEARLY ALL INDICATOR 
LAMPS ARE BURNED OUT. 

2. PRESENT MONITOR APPEARS TO HAVE ELECTRICAL DAMAGE. 

3. REQUEST REPLACEMENT MONITOR BE SENT WITH MANUAL AS 
INSTALLATION TSR INDICATOR ZONE 5 FAILED DURING CHECKOUT. 

4. REPLACEMENT INDICATOR LAMPS ARE ALSO REQUESTED. 

SCHWARTZ 


UNCLASSIFIED 
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